THIS SCHEMATIC IS FURNISHED ONLY FOR TEST AND MAINTENANCE PURPOSES. THE 
CIRCUITS ARE PROPRIETARY IN NATURE AND SHOULD BE TREATED ACCORDINGLY. 
COPYRIGHT 1968 BY DIGITAL EOUIPMENT CORPORATION 
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REFERENCE DESIGNATION 


RES. I.6K I/4W 5% CC 


INTEGRATED CKT. DEC7420N 
INTEGRATED CKT. DEC7400N 
INTEGRATED CKT. DEC7430N 


INTEGRATED CKT. DEC7474N 


INTEGRATED CKT. DEC740IN 
RES. 750 1/4W 5% CC_ 


CAP. .01 MFD lOOV 20% DISC 
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